To:  Allen,  HarryL[Allen. HarryL@epa.gov] 

Cc:  Black,  NedfBlack. Ned@epa.gov];  Hiatt,  Gerald[Hiatt.Gerald@epa.gov];  Montgomery, 

MichaelfMontgomery.  Michael@epa.gov] 

From:  Robberson,  Bill 

Sent:  Tue  8/1 8/201 5 1 :54:29  AM 

Subject:  Fw:  Gold  King  Mine  - San  Juan  River  Sampling  8/8/201 5 - AWAL  #1 5081 61 

removed.txt 

1508161-EDD.xls 

1508161-report.pdf 


Results  are  in  for  sediment  samples  collected  on  8/8/15  (Saturday).  See  Ben  Brown  for 
sample  collection  details. 

Thanks, 

Trisha 


Trisha  Johnson 

Environmental  Scientist,  Monitoring  Section 

Utah  Division  of  Water  Quality 

195  n 1950  w,  Salt  Lake  City,  Utah  84116 

801.536.4193 

www.waterquality.utah.gov 


Forwarded  message 

From;  Melissa  Connolly  <Melissa@awal-labs.com> 

Date:  Mon,  Aug  17,  2015  at  3:42  PM 

Subject:  Gold  King  Mine  - San  Juan  River  Sampling  8/8/2015  - AWAL  #1 508161 

To:  "iamesharris@utah.gov"  <iamesharris@utah.gov>,  "Lenora  Sullivan 
(lenoras@utah.gov)"  <lenoras@utah.gov>,  "tbiohnson@utah.gov" 

<tbiohnson@utah.gov> 


Attached  is  your  report  for  samples  received  8/10/2015. 


We  appreciate  your  business  and  would  love  to  hear  about  your  experience  with 
AWAL.  Please  respond  to  this  email  or  email  our  Lab  Director  at  kvle@awal-labs.com 


2410803 


ED  000552C  00005450-00001 


to  let  us  know  how  we  are  doing 


Let  me  know  if  you  have  any  questions. 


Thank  you, 


-Melissa  Connolly 

DATABASE  MANAGER 


American  West  Analytical  Laboratories 

3440  South  700  WEST 

Salt  Lake  City,  UT  84119 

Tel:  (8011263-8686 

Fax:  (801 ) 263-8687 

email:  MELISSA@awal-labs.com 


Visit  us  at  our  NEW  web  site:  www.awal-labs.com 


Erica  Brown  Gaddis,  Ph.D. 

Assistant  Director 


Division  of  Water  Quality 

Utah  Department  of  Environmental  Quality 
195  North  1950  West 
Salt  Lake  City,  Utah  84116 
P 801 .536.4314  | F 801 .536.4301 
C 801.205.3769 
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